ADLAKE 


N0N-SWEATIN6 BALANCED DRAUGHT 

Originated by us 
Highest Signaling Efficiency 



Interior View Semaphore 
Lamp Showing Prism 6lass 
Reflector. 


R. S. A. Standard Semaphore 
Lamp. 
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SIGNAL LAMPS 


Imitated 

but 

Unequalled 


Most Economical in Up>Keep 

ADLAKE VENTILATION 

means highest signaling ef¬ 
ficiency under all condi¬ 
tions. Sweating is entirely 
eliminated. Lamp bodies 
are not destroyed by cor¬ 
rosion. The flame is not 
affected by climatic condi- 




Sectional view of Adlake Non- No. 63 Flat Flame No. 51 
Sweating Ventilation Showing no chimney with chimney 
Direction of Air Current*. LONG TIME BURNERS 

Long Time Burners require attention but twice a week. 

Consume le*s oil and give a more satisfactory light than any other 
Burner made. 
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